XXIV.      ST. DENIS, CHOIR AMBULATORY, 1140-44 (THE PIER ON THE RIGHT IS OF C. 1235).
XXV.     LAON CATHEDRAL, NAVE, LAST QUARTER OF THE I2TH CENTURY.